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EXCON 

FOR COMMERCE, ATTN: JOHN SHYBURGH 

E.O. 11652:GDS 
TAGS: ESTC, GW 

SUBJ: CEAG SHIRP REINRAUM TECHNIK GMBH AND DIVERSION OF SEMI-CON- 
DUCTOR MANUFATURING EQUIPMENT 

REF: FRANKFURT 6425 

1. MR. LEHRMANN OF CIU/FRANKFURT CALLED EDO OCTOBER 31. BOTH HE 
AND CIU/BERK ARE ANXIOUS TO KNOW STATUS OF CEAG CASE. 

2. SINCE INFORMATION NECESSARY FOR CONTINUATION OF CIU INVESTIGATION 
WAS NOT RECEIVED. AND PRESUMED DATE OF SHIPMENT IS NOW PAST, EDO 
REQUESTS PERMISSION TO INFORM MR. LEHRMANN THAT THE CASE IS CLOSED. 
LEHMANN 
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